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ls Location of units of the lst Engineer Regiment, ilth Division: 


Headquarters cosocesevessscoce Madrid 

let. Battalion ccogescceecceses Madrid 

End Battalion cosccccoceovess Camprodon, Province of Gerona 
«Grd Battalion coccoecooseseeso Ripoll, Province of Gerona 


€o Location of the component anits of the 2nd Battalion: 


Headquarters SOOCTOIOHN G9 CRE 0006 Camprodon 

Company of Mines cooscecasecco Cemprodon 

Company or Bridges o0n0egcacaeg Canprodon 

Signal Company gacocccocnssnce Vieh, Province of Gerons 

Company of Sappers coosseseeee San Juan de las Abadesas (Province of 


Gerona } 


So The msn of the 2nd Battalion, which is commanded by Major Teodomiro Gonzalez 
Antonina, are equipped with carbines. There is one sub-machine gun to a 
company. Each company is composed of sixty men. in 25X1X 


early February the 2nd Battalion was constructing three machine-gun nests, 
ons of which was completed, 


#. On 6 Februery orders were received for the 2nd Battelion to return, with 
the rest of the regiment, to its garrison in Madrid. This withdrewal was 
to teke ‘place on 8 February, leaving the fortifications work incomplete. 
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